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10 Mar 1954 


MEMORANDUM FOR: Director of Communications 


SUBJECT : Inspector General Cables 


i, Attached is a copy of a memorandum from the Inspector General 
to the Deputy Director of Central Intelligence dated 2 March 1964 which 
recommends publication of three cable procedures of varying degrees of 
sensitivity for communications between inspectors and the Inspector 
General. 


2. Ihave asked the Cable Secretariat to submit to me for coordi- 
nation with the IG and the DD/P the necessary changes in regulations and 
Cable Secretariat procedures to effect the approvad distribution and 
handling of cables. 


3. Will you please take action described in Paragraph 5.b. to re- 
vise technical communications operating procedures as necessary. You 
need not await the publication of regulatory changes to proceed with this 
action. 


Sitned 


iL. K. White 
Deputy Director 
for Support 
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MEMORANDUM FOR: Cable Secretartat 
SUBJECT : Inspector General Cables 
REFERENCE : Memo dtd 2 Mar 64 to DDCI fr IG, same subject 


1. I have asked the Director of Communications to take the action 
described in Paragraph 5.b. of the referenced memorandum to revise 
technical communications operating procedures as necessary. I have 
further instructed that he need not await the publication of regulatory 
changes to proceed with thia action. 


2. Will you please take the necessary action described in Pare- 
graph 5.c. to modify your procedures as necessary to accomplish cable 
distribution in Paragraph 3, and will you algo give me a draft of appro- 
priate changes in regulations which I will coordinate with the Inspector 
General and the Deputy Director for Plans. 


L. K. White 
Oeputy Director 
for Support 
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